"E" PERFIN (E0010.01(M?)) JOHN MATHEWS 


Checking my copies of this perfin die, most are sideways 
watermark and/or apparently from a vertical delivery coil. Can 
anyone confirm and/or explain this? 


The list of my holdings is:- 


SGNo ISSUE VALUE S/W wmk COIL 
441 GV Photogravure l'4d Yes No 
465 GVI Dark Colours 2d Yes Yes 
467 3d No Yes 
487 GVI Light Colours l4d No Yes 
488 2d Yes No 
489 22d Yes Yes 
490 3d No Yes 
505 GVI Changed Colours Md Yes Yes 
543 QEI Edward Crown 2d Yes Yes 
544 22d Yes Yes 
546 4d Yes Yes 
547 5d No Yes 
548a 6d No Yes 
573 QETI Multiple Crown 2d Yes Yes 
581 8d No No 


731 Sterling Machin (deep sepia, 2 band) 4d No Yes 


Information to John at 21 McConnel Cres., Kambah ACT 2902, 
Australia - or to Editor if postage is a problem. 
x x x x 


